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Installation and Maintenance 


This section is reissued to add LS2.33, 1S2.34 and LS2.35 
and to make other slight changes. M2CN cord was M2BL 
and they may be used interchangeably. 


Plan 
Number Title 


LS2.18 126A2 Set—14B or 15A Table 
Swhds. with Flashing Recall—Local Line 


LS2.19 126A2 Set—14B or 15A Table 
Swbds, with Manual Recall—Local Line 


LS2.20 126A2 Set—14B or 15A Table 
Open Line TLT Bd.—Local Line 


LS2.21 126A2 Set—14B or 15A Table 
65B1 Swbd.—Local Line 


LS2.22 126A2 Set—14B or 15A Table 

Closed Line TLT Bd.—Local Line or TLX 

65B1 Swbd.—TLX 

LS2.23 126A2 Set—19A_ Table 

Swhds. with Flashing Recall—Local Line 
LS2.24 126A2 Set—19A Table 

Swbds. with Manual Recall—Local Line 
LS2.25 126A2 Set—19A Table 

Open Line TLT Bd.—Local Line 
LS2.26 126A2 Set—19A Table 

65B1 Swbd.—Local Line 


LS2.27 126A2 Set—19A Table 
Closed Line TLT Bd.—Local Line or TLX 
65B1 Swbd.—TLX 


LS2.28 15F Control Panel—15N Table 
Swbds. with Flashing Recall—Local Line 


LS2.29 15G Control Panel—15N Table 
Swbds. with Manual Recall—Local Line 
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Plan 


Number 


LS2.30 
LS2.31 
LS2.32 


LS2.33 
182.34 
182.35 


LS2.18 
LS2.19 
1Ls2.20 
LS2.21 
1LS2.22 
LS2.23 
LS2.24 
LS2.25 
LS2.26 
LS2.27 
LS2.28 
LS2.29 
LS2.30 
LS2.31 
LS2.32 
LS2.33 
1S2.34 
1LS2.35 


Title 
15G Control Panel—15N Table 
Open Line TLT Bd.—Local Line 
15F Control Panel—15N Table 
65B1 Swbd.—Local Line 
15F Control Panel—15N Table 
Closed Line TLT Bd.—Local Line or TLX 
65B1 Swbd—TLX 
15F Control Panel—15N Table 
Line Concentrating Unit No. 101—Local Line 


126A2 Set—19A Table 
Line Concentrating Unit No. 101—Local Line 


126A2 Set—15A Table 
Line Concentrating Unit No. 101—Local Line 


Note: See M Plans as follows: 


M1.10, M2.05, M2.06 

M2.05, M2.06 

M2.05, M2.06 

M2.05, M2.06 

‘M2.05, M2.06 

M2.01, M2.05, M2.06, M2.16, M2.18, M2.32 

M2.01, M2.05, M2.06, M2.16, M2.18, M2.32 

M2.01, M2.05, M2.06, M2.16, M2.18, M2.32 

M2.01, M2.05, M2.06, M2.16, M2.18, M2.32 

M2.01, M2.05, M2.06, M2.16, M2.18, M2.32 

M2.01, M2.05, M2.06, M2.10, M2.16, M2.18, M2.32 
M2.01, M2.05, M2.06, M2.10, M2.16, M2.18, M2.32 
M2.01, M2.05, M2.06, M2.10, M2.16, M2.18, M2.32 
M2.01, M2.05, M2.06, M2.10, M2.16, M2.18, M2.32 i 
M2.01, M2.05, M2.06, M2.10, M2.16, M2.18, M2.32 
M2.16, M2.28, M2.31, M2.32 

M2.16, M2.32, M3.06, M3.07 

M2.16, M2.28, M2.31, M2.32 


M110 
M2.01 
M2.05 
M2.06 


M2.10 


M2.16 
M218 


M231 
M232 
M3.06 
M3.07 
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These M Plans provide the following features: 


Operation in 20 mil circuit (14A, B, L, M, Bases) 
Operation without line relay (15A Base) 
Operation in 60 mil circuit (15B Base) 


Operation in 60 mil circuit (15A, B, C, Keyboard 
and 15A, B, C, Perforator-Transmitter) 


Connection of TTY permanently in line condition 
(1SA, B, C, Keyboard and 15A, B, C, Perforator- 
Transmitter) 


Operation with line relay (15C Base) 


Operation of line relay in 60 mil circuit (15C Base 
with line relay) 


Operation in 5-25 mil circuit (15C Base) 
15J, K, Motor Units (15A, B, Bases) 
Operation in 5-25 mil circuit (15B Base) 
Operation in 5-25 mil circuit (15C Base) 
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LS2.18 12602 sev - 148 on 15a TABLE. 
‘SWBDS WITH FLASHING RECALL = LOCAL LINE 
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LS2.19 izea2 ser - 149 on 15 TABLE 
TSE SWEDS. WITH MANUAL RECALL = LOCAL LINE 
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LS2.23 i26az ser 


OS. VATHE FLASHING RECALL = LOCAL LINE: 
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LOCAL LINE OR TL: 


19a TABLE, 
581 SWED. ~ LOCAL LINE 

19A TABLE 
CLOSED LINE TUT 80. ~ 
‘8561 Swed. TLx 


LS2.26 i2eaz2 ser ~ 
S2.27 izeaz ser - 
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LS2.28 isr CONTROL PANEL ~ ISN TABLE 
ESELED weds WITH FLASHING RECALL = LOCAL LINE 
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LS2.29 isc. controL PANEL ~ ISN TABLE, 
‘Swede Witt! MANUAL RECALL ~ LOCAL LINE 
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LS2.30 isc conraon PANEL ~ 15M TABLE 
(OPEN LINE TLT BD. ~ LOCAL LINE 
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ROR Le FROM SG. GRO. MG 


LS2.31 Isr contaot PANEL ~ is TABLE 
5B SHBD~LOCAL LINE 


LS2.32 Isr contro. paner - 15m TABLE 
SSGHE,GRE TET 80-~ LOCAL Line on rux 
6581 SwBD. — 
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LS2.33 is contro. pane. - ism ras Une siete. 
LINE CONCENTRATING UNIT NO IIT LOCAL LINE 
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LS2.34 i26a2 ser - 19a rate 
SSS&SS LINE CONCENTRATING UNIT NOIOI= LOCAL LINE. 
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LS2.35 i2eaz ser — isa taste 
SEESES LINE CONCENTRATING UNIT NOLIOI=LOCAL LINE 


